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An ABSTRACT of OBSERVATIONS of the WEATHER of 
1798, made by HENRY EDGEWORTH, Efq. at Edgeworth- 
Jlown in the County of Longford in Ireland* 
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An AbflraSl of the Quantity of Wind in 1796, 1797, 1798. 
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Of the Inftruments that are ufed at Edgeworthfioian for keeping 

Diaries of the Weather. 

The- barometer is placed in the corner of a drawing-room, 
the windows of which have a fouth and eaft afpect. The 
floor of the room is about three feet above the furface of the 
earth. 

The thermometer is hung at the outfide of a N W. by N. 
window, about twenty feet from the furface of the earth. 

The rain-gage is a funnel one foot fquare at the bafe, with a 
lip of an incli and a half deep. 



